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STINGERS VS GEE-GEES 


1983: FIRST MEETING 
1982: SEPTEMBER 25, AT OTTAWA 
GEE-GEES 19, STINGERS 15 
SERIES? GEE-GEES LEAD 7-1 
LAST STINGER 
VICTORY: 49-10 

DATE: SEPTEMBER 26, 1981 

CONCORDIA INFORMATION: HEAD COACH: SKIP ROCHETTE 
1982 RECORD: WON 7 LOST 3 
NICKNAME: STINGERS 
COLORS: MAROON, GOLD, WHITE. 
HOME FIELD: CONCORDIA STADIUM 
ATHLETIC DIRECTOR: DR. E. ENOS 
S.1.D.: BOB PHILIP 482-0320, loc. 738 

OTTAWA INFORMATION: HEAD COACH: JIM CLARK 


1982 RECORD: WON 7 LOST 0 
NICKNAME: GEE-GEES 

COLORS: GARNET, GREY 

HOME FIELD: MOONEY'S BAY 
ATHLETIC DIRECTOR: CAROL TURGEON 
S.1.D. OFFICE (613) 231-5913 


